GENERAL MEETING JANUARY 13, 1972 


The Monthly meeting of the Lakehead Amateur Radio Club got 
underway at: 8:30 on January 13. 


President Vie Bel, VE3ECV was in the chair with VE3EDZ acting 
as secretary in the absence of Bill Klemacki, VE3EEW. 


In attendance were 17 members and friends. 


The minutes of the previous meeting were read and adopted ona 
motion by VE3ECB and seconded by VE3GOW. Carried. 


The financial report was adopted as read. 


Don Vester, VE3GOE, motioned. that we contact Nor-Topics re: the 
petition for call letter licence plates. 


Seconded by VE3ECR. Carried. 


On a motion by VE3EDZ, it was moved that $2.00 be sent to CARF 
for club membership. Seconded by VE3EFI and carried. 


A discussion on the Simulated Emergency Test followed. The Test 
was set for January 29. 


After some discussion concerning the request by KW Electronics 
for the Club mailing list is return for Canadian Frequency 
allocation cards which this firm has available "for the asking", 
A motion was made by VE3EFI that a letter be sent to KW advising 
that the mailing list is not available and a request made to find 
out what to do with the cards that were on hand already. Carried. 


Meeting adjourned at 9:55 for coffee and a look at watt meters 
constructed by VE3EEW & VE3EDZ, along with some gear for sale by 
VE3GOW. 


W. K. Klemacki, VE3EEW 
Sec. /Treasurer 
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